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Service Message 




2800 Machine Controller Board 



This note refers to the Machine Controller Board fitted to new production 2800 machines from 
Week 15 2000, Machine Serial Number 484314. 

A new design of Machine Controller Board was introduced from the above serial number. 
The new MC Board has the following changes 

• The integrated circuit (MM5450) previously fitted to machine controller boards has become 
obsolete and has been replaced by several standard integrated circuits. h 

• The connection of the 230 Volt heater harness has been changed from the previous 
Wieland connector to high-insertion force 6.3mm Faston connectors. 

• A connector for an external heater control relay has been provided. 
The new version of the Board has been given a new number, 471 165.02 
The original Part Number of the board was 471 165.01 

The new 471 165.02 board is backwards compatible with earlier machines with an adapter 
harness part number 42382500. This adapter harness has the required 6.3mm Faston 
connectors and a Wieland housing connector. The adapter harness can be ordered as a 
separate spare part, but it will be supplied with every new board supplied as a spare part. 

The previous Machine Controller Board (471 165.01) can be fitted to new machines with a 
special adapter harness (part number 42382400) This adapter can be ordered as a spare part 
but will also will be supplied with future consignments of early versions of the board 471 165.01 
.b 

A copy of the new circuit diagram is attached. 
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